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MINISTRY OF LAW, JUSTICE & COMPANY AFFAIRS 
(Department ©? Company Affairs) 

NOTIFICATION 
New Delhi, the 14th May, 1993 

G.S.R. 416(E),—In exercise of the powers conferred by sub-section (1) of 
section 641 of the Companies Act, 1956 (1 of 1956) (hereinafter referred to.as 
idle said Act), the Central-Government hereby makes (lie following alterations 
in Schedule XIV to the said Act, namely :— 

In the Notes below the said Schedule, in Note 6, 

(a) under item (10), after sub-item (c), the following sub-item shall be 
inserted, namely :— 

“(d) — LPG Plant”; 

fb) after item (23), the following item shall be inserted at the end, 

namely ;— 

“(24) chemical beneficiation process for magnesite ore.”. 
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